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CITATION AND NOTIFICATION OF PENALTY 


We believe that you violated the Animal Welfare Act (7 U.S.C. § 2131 et seq.) 
(AW A), as described below. 


Date of Violation: December 10, 2013 

9 C.F.R. § 2.40(b)(2) Attending veterinarian and adequate veterinary care 
(dealers and exhibitors). Each dealer or exhibitor shall establish and maintain 
programs of adequate veterinary care that include the use of appropriate methods 
to prevent, control, diagnose, and treat diseases and injuries, and the availability 
of emergency, weekend, and holiday care. 

You failed to provide adequate veterinary care to 1 female Yorkshire 
terrier named Smiley who had a circular opaque lesion in the center of 
her left eye; and thick, grey material on her upper and lower cheek teeth 
and portions of the front teeth and canines. 

Date of Violation: December 10, 2013 

9 C.F.R. § 3.4(b)(4) Shelter from the elements. Outdoor facilities for dogs and 
cats must include one or more shelter structures that are accessible to each animal 
in each outdoor facility, and that are large enough to allow each animal in the 
shelter structure to sit, stand, and lie in a normal manner, and to turn about freely. 
In addition to the shelter structures, one or more separate outside areas of shade 
must be provided, large enough to contain all the animals at one time and protect 
them from the direct rays of the sun. Shelters in outdoor facilities for dogs or cats 
must contain a roof, four sides, and a floor, and must contain clean, dry, bedding 
material if the ambient temperature is below 50 degrees fahrenheit. Additional 
clean, dry bedding is required when the temperature is 35 degrees Fahrenheit or 
lower. 

You failed to provide adequate bedding for the shelters in several 
outdoor enclosures. The outside temperature was 36.6 degrees F, and 
APHIS observed at least one dog that was shivering. 

Date of Violation: December 10, 2013 

9 C.F.R. § 3.10 Watering. If potable water is not continually available to the 
dogs and cats, it must be offered to the dogs and cats as often as necessary to 
ensure their health and well-being, but not less than twice daily for at least 1 hour 
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each time, unless restricted by the attending veterinarian. Water receptacles must 
be kept clean and sanitized. 

You failed to provide adequate potable water for numerous dogs. The 
water in the receptacles was frozen, and when you gave water to the 
dogs at APHIS’ request, they were very thirsty and continuously drank 
for over a minute. 

The penalty for the alleged violation(s) described above is $2,714. 
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